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REVENUE DEPARTMENT 

(Endts. III ) 


AMENDMENT TO THE TIRUMALA TIRUPATI DEVASTHANAMS EMPLOYEES 

SERVICE RULES , 1989 - ARTIFICIAL LIMB FITTING CENTRE, BALAJI 
INSTITUTE OF SURGERY, RESEARCH AND REHABILITATION FOR THE 
DISABLED HOSPITAL , INCLUSION OF POSTS WITH METHOD OF 
RECRUITMENT AND QUALIFICATIONS. 


[GO.Ms.No.286, Revenue (Endts .III), 11th July , 2017.] 


NOTIFICATION 


In exercise of the Powers conferred by section 153 of the Andhra Pradesh Charitable 
and Hindu Religious Institutions and Endowments Act, 1987 ( Act of 30 of 1987) , Government 


enu 


here by make the following Amendments to the Tirumala Tirupati Devasthanams Employees 
Services Rules , 1989 issued in G .O .Ms.No. 1060 , Revenue ( Endts .I) Department, Dated 
the 24th October, 1989 and published in the Rules Supplement to Part- I, Extraordinary issue 
of the Andhra Pradesh Gazette, Dated : the 26th October, 1989 and the same having been 
previously issued in G .O .Rt.No. 339, Revenue (Endts . III ) Department, Dated : 30 -03 -2016 and 
published in Rules Supplement to Part - I Extraordinary issue of the Andhra Pradesh 
Gazettee No.74 , Dated : 08.03.2017 . 
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[Part- I 


AMENDMENTS 


In the said rules : 
( 1 ) In Annexure - I, under the branch - III Medical Services, under Sub -branch 

( iv ) Sri Balaji Physically Handicapped Welfare Complex (Now called 
BIRRD ) , after Serial Number : 32 for the existing Sl. Nos . 32 ( a ) & (b ) and 
its corresponding columns 3 & 4 , the following shall be substituted 
namely : 


2 


4 


لالالا 


1 
32 ( a ) 
32 (b ) 

32 ( c ) 
| 32 ( d ) 

32 ( e ) 
32 (f) 
32 ( 9 ) 
32 ( h ) 
32 (0) 
32 (j) 


Prosthetic Technician Gr. III Prosthetic Technician Gr. II 
Carpenter Master 

Carpenter Master 
Orthotic Technician Gr . II Orthotic Technician Gr. II 
Bench Fitter / Brace Fitter Bench Fitter / Brace Fitter 
Surgical Boot Maker 

Surgical Boot Maker 
Master (Shoe Maker ) 

Master (Shoe Maker ) 
Surgical Boot Maker Gr. II Surgical Boot Maker Gr. II 
Padder 

Padder 
Helper 

Helper 
Massager 

Massager 


( 2 ) 


In Annexure - II, under the branch - III Medical Services, under Sub 
branch ( iv ) Sri Balaji Physically Handicapped Welfare Complex (Now called 
BIRRD ) , the existing Sl.No .32 and its columns 2 , 3 & 4 the following shall 
be substituted, namely , - 


32 ( a ) 


Prosthetic 
Technician 
Gr. II 


| Ву 
direct 
recruitment 


Must have 

Diploma 
in Prosthetic / Orthotic from 
the recognized institution . 
Must have a minimum experience 
of 2 years in any similar 

organization . 
By promotion from the post of Carpenter 
Master with a minimum experience of 10 
years in Artificial Limb Fitting Center . 
( 1 ) Must have passed SSC or its 

equivalent examination . 
( 2 ) Must possess ITI Certificate in 

Carpentry . 
( 3 ) Must possess experience in 

fabrication of Prosthetic appliance . 


By Promotion 


32 (b ) | Carpenter 

Master 


By Direct 
recruitment 


2 


in 


Orthotic 
Technician 
Gr. II 


By direct | ( 1 )Must have Diploma 
recruitment Prosthetic / Orthotic from the 

recognized institution . 
( 2 ) Must have a minimum experience 

of 2 years in any similar 

organization . 
By 

By promotion from the post of 
Promotion 

Bench Fitter / Brace Maker with a 

minimum experience of 8 years . 
( 2 ) Must possess requisite certificate of 

18 months course as Prosthetic / 
Orthotic from any recognized 
institution . 
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Bench 

By direct Must have passed 10th class and have 
Fitter / Brace Recruitment worked in any Technical trade . 
Fitter 
Master By Promotion By promotion from Surgical Boot Maker 
( Shoe 

Gr. II with a minimum of 5 years of 
Maker ) 

experience . 


Surgical By direct Must have passed 10th class with 
Boot Maker Recruitment professional skill and experience in Shoe / 
Gr - II 

Boot making . 


Padder 


By direct Must have passed 10th class and have a 
recruitment training certificate from occupational trade 

from any vocational training center for 
physically handicapped . 


Helper 


By direct Must have passed 10th class and have 
recruitment undergone training at vocational training 

institution for physically handicapped . 


Massager 


By direct Must have passed 10th class and have 
recruitment undergone training in any well known 

Ayurvedic / Naturopathy Institute or in a 
Physiotherapy training Institute . 


J .S . V . PRASAD , 
Special Chief Secretary to Government. 
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